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National Archives and Records Service 
Washington, DC 20408 


Mr. Harold Weisberg 
Coq d'Or Press 
Route 8 

Frederick, Maryland 21701 
Dear Mr. Weisberg: 

Enclosed is a copy of the one page of Mrs. John F. Kennedy's 
testimony before the Warren Commission that has been withheld 
from research. As you know, you have previously requested 
this testimony, and it has now been made available for research. 


Sincerely, 


JAMES B. RHOADS 

Archivist of the United States 
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Kennedy . I don 'i remember an ,? thi; 


x we: 


,j u 3 c a c;;n 


like 


" ivJi £ ' ;inally x a voice behind me, or something, and 

" :i0n '*• -e member ed the people in the front seat e-; r .on v lT , 

somebody knew somethin- was wrong, and a voice yelling, which 
must have been Mr. Kill, "Get to the hospital," or maybe it 
v; a s i-.tr. Keulerman, In the front seat. But someone yelling. 

But just down holding him. I, was trying to hold his hair on, 

But from the front there was nothing. I suppose there must 
have been. But from the bacic. you could see, you know, you were 
trying to hold his hair on, 'and his skull on. 

Mr. Rankin. Do you have any recollection of whether there 
were one or more shots? 

" rs ‘ Kennedy, hell, there must have been tv;o because the 

one thao made me turn around was Governor Connally yelling. 

And it used to confuse me because first I remembered there were 

^nree and 2 used to think my husband didn ‘t make any sound when 

lie was shot. And Governor Connally screamed like a stuck pig. 

And then I read the other day that it was the same shot that 

hit them both. But I used to think if I only had been looking 

to 'the right I would have seen the first shot hit him, then 

i could have pulled him down, and then the second shot would 

have gotten Governor Connally. But I heard Governor Connally 

yellang and that made me turn around, and as I turned to the 

rlgno lay husband was doang that. He was receiving a bullet 
■^^sciAssiFise - 
vist of tho United .States 
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